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To: 

Edwin C. May 

SGI J 

From: 



Subject: 

FY 1989 Statement of 

Work (SOW) 

Date: 

2 June 1988 



1. This is the first of a series to clarify or amend the FY 1989 SOW. In this memo I will expand task 
6.1.1. This task essentially calls for an assessment of previous research conducted at SRI. 

2. As an attachment to this memo I am including a list of topics I would like to see covered If you or 
the staff would like to add or drop topics, please notify me in advance. In addition to the topics, I ;have 
also provided a list of points to be covered and again feel free to expand on this list. 

3. The due date for these reports is 2 January 1989. twill expect printer ready documents at that time. 
I will also be happy to review, discuss and assist while the studies are in production. If you have a problem 
with meeting the terms of this memo, please alert me by no later than 1 December 1987. 
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REMOTE VIEWING TOPICS 

1. Selection and screening 

r 

2. Targeting, coordinate^ Beacon abstract, other 

3. Evaluation and analysis 

4. Training 

5. Role of feedback 

6. ffect of distance 

7. Effect of size of target 

8 . Physiological correlates 

9. Psychological correlates 
10 Shielding ELF 

11. Audio analysis/audio signal 

12. Search/tracking 

13. Precognitive RV 

14. Analytics 

15. Conducting an RV experiment 

16. Countermeasures 

1. SELECTION AND SCREENING 

a. Historical Perspective (before 1973) if appropriate 

b. Summation of work at SRI since 1973 

c. A look at work in other labs (recent) 

d. Statement of the state of the art 

e. Intelligence if appropriate (work in other countries) 

f. Suggested experiments to solve the problem (if appropriate) . Should begin with what 
is not known about the subject 

2. TARGETING 

a. 

b. 

c. 
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